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Map Block Lot CARD GTO USE VALUE: 989,500! 989,500 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 989,500! 989,500 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
19 MORTON RD, ARLINGTON 101 9320.000 429,800 559,700 989,500 | 86695 
OWNERSHIP Unit #: | | | GIS Ref 
Owner 1:|/YELLIN TODD A 
2: 
aunt ‘ Stee Total Card 0.214 429,800 559,700 989,500 Entered Lot Size gisiet 
Total Parcel 0.214 429,800 559,700 989,500 onr . 
poe 2 MORTON ROAD = Sate Market Adj Cost Total Value per SQ unit /Card: |517.85 /Parcel: |517.8 a ma Insp Date ‘LOE 
Street 2: P a: Land Unit Type: 10/24/17 Properties Inc. 
Twn/City: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |135.0-0001-0008.0 110491! Se bee 
St/Prov: |MA Cniry: Own Occ: |Y Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date del 9 
Postal: |02474 Type: 2020 101.  ~FV 428,700 0 9320. 559,700 988,400 988,400 Year End Roll 12/18/2019 PRINT Siete 
PREVIOUS OWNER 2019 101. ~=«~FV 316,100 0 9,320. 524,700 —-840,800 840,800 Year End Roll 1/3/2019 afoul ST oe #3: 
Owner 1: HALPIN GREGORY P - 2018 101 FV 316,100 0 9320. 433,800 749,900 749,900 Year End Roll 12/20/2017 — Prior Id #1: 
BREED 2017 101.—FV 308,000 0 9,320. 398,800 ~—-706,800 706,800 Year End Roll 1/3/2017 H2NU20  \00:47-28 | Prior Id #2: 
Street 1:19 MORTON ROAD 2016 101. FV 308,000 0 9,320. 363,800 —«671,800 671,800 Year End 1/4/2016 LAST REV Prior Id #3: 
Twn (City: ARLINGTON 2015 101. =FV 295,800 0 9320. 356,800 652,600 652,600 Year End Roll 12/11/2014 Date | Time | Prior id #1: 
a iar 77 nity’ 2014 101. =~FV 295,800 0 9320. 331,600 627,400 627,400 Year End Roll 12/16/2013 10/23/17. 111:51:43 | Prior Id #2: 
Postal: 02476 2013 «101. ~=—~FV 295,800 0 9320. 315,500 611,300 611,300 12/13/2012 apro Prior Id #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT PAT ACCT. 10491 ASR Map: 
This parcel contains 9,320 Sq. Ft. of land mainly classified as Grantor Legal Ref__[Type|__Date Sale Code sale Price | V_ Tst_Verif Fact Dist: 
One Family with a Garrison Building built about 1949, having HALPINGREGORY ——_96951-17 6/6/2011 | 634,000|No No Reval Dist: 
primarily Wood Shingle Exterior and 1911 Square Feet, with 1 —_ EDWARD 42015-4511 2/10/2004 Convenience 400,000 No vee 
Unit, 1 Bath, 0 3/4 Bath, 1 HalfBath, 6 Rooms, and 3 Bdrms. chee chsh hee un iN eee 
OTHER ASSESSMENTS alu istaesll 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS ___|g/30/2011 957 Re-Roof 9,620 10/21/2017 Inspected BS Barbara S 
Item | Code | Description % | Item | Code | Description 9/30/2017 MEAS&NOTICE HS [Hanne S 
Z RI |SINGLEFA |100 | water 7/2/2012 Measured JBS JOHNS 
0 Sewer 1/29/2009 Entry Denied 372 PATRIOT 
n Electri 12/20/1999 Inspected 276 PATRIOT 
Census: Exmpt 12/10/1999 Missed Appt. 267 PATRIOT 
Flood Haz: 12/1/1999 Mailer Sent 
D Topo |1 Level 11/2/1999 Measured 256 PATRIOT 
S Street 1/1/1982. CM 
t Gas: Sian: / /| 
- ; IQn: 
LAND SECTION (First 7 lines only) g eines 
Use ak LUC Depth / Lal Base Unit Neigh Neigh ; ; >, _ Appraised Alt |, | Spec J 
Gate Description Fact No of Units PriceUnits Unit Type — Land Type Factor) Value Price Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % vane Eines 1 eh Nera Fact Use Value Notes 
101 One Family 9320 Sq. Ft. Site 0 80. 0.759 559,677 559,700 
Total AC/HA: /0.21396 Total SF/SM: |9320 Parcel LUC: |101 |One Family Prime NB Desc: |Brackett Total: 559,677) | Spl Credit Total:} 559,700 
























































Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 
























































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: |05 - Garrison Full Bath | 1 Rating: |Good OF=BMT SINK PDAS. 
Sty Ht:|2 - 2 Story A Bath: Rating: 
(Liv) Units: 1 Total:|1 3/4 Bath: Rating: 
Foundation: |2 - Conc. Block A 3QBth Rating: 
Frame:|1 -Wood 1/2 Bath: | 1 Rating: |Good 
Prime Wall: |1 - Wood Shingle A HBth: Rating: 
Sec Wall:|2 -Clapboard | 20/%| OthrFix:|1 | Rating: |Fair RESIDENTIAL GRID 
Roof Cover:|1 - Asphalt Shgl Kits: 1 Rating: |Good Level |FY LRDR D K FRRRBRFBHBL_ O 
Color: |BEIGE A Kits: Rating: Other 
View / Desir: Frol: ] Rating: Good al 
aaa V 
GENERAL INFORMATION MSUES _Bisauch rE 
Grade:|C+ - Average (+) CONDO INFORMATION TWEE 
Year Bit:|1949 | Eff Yr Bit msl Totals | RMs:|6 |BRs:|3 | Baths:|1 | HB|1 
Alt LUC: Alt %: Total Units: 
Jurisdict: Fact Bt REMODELING RES BREAKDOWN 
Const Mod: 0 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: aE 0 Interior: 1 6 3 
DEPRECIATION aadione 
INTERIOR INFORMATION Phys Cond: |GD - Good 18.|% | 
Avg Ht/FL: |STD ares 0 
Functional: % Baths: 
Prim Int Wall |2  - Plaster ae 0 
Economic: /s | Plumbina: 
Sec Int Wall: | % epee: 0 gy: 
7 pecial. / | Electric: 
Partition: |E - Typical a. 0 Totals 
Prim Fl oadachcaa Override: /> | Heating: 
rim Floors: |3  - Hardwoo 
: Total: 18.6/% | General: a: ee SUB AREA SUB AREA DETAIL 
Sec Floors: |4 - Carpet | 90/% CALC SUMMARY or 
BsmntFir|14 Asphalt Tile COMPARABLE SALES Code Description Area-SQ Rate - AV Undepr Value Sub % ee % Qu #Ten 
ee p Basic $ / SQ: [135.00 | SFL Second Floor 816 191.190 156,010| Area Usbl “~~ Type 
bree Size Adj.:/1.30707121 ||Rate _-ParcelID__——Typ_—Date Salgiiite BMT Basement 782 «81.730 63,915|BMT 100 RRM 40 V 
2S Ge | Const Aqj.: |1.08350050 FFL __ First Floor 782 191.190 149,510 
Elecinc:|3 - Typical Adj $ / SQ:|191.189 PAT Patio 325 3.690 1,199 
Insulation: |2 _ - Typical Other Features: )94471 GAR Garage 220 28.570 6,284 
Int vs Ext: |S Grade Factor: |1.10 EFP Enclos Porch 104 57.860 6,018 
Manes = oes cH NBHD Inf: /1.00000000 oa seen Porch = aig ste 
eat Type:|1 - Force ir : orage ; 
Aaa eva lk ee WIAvS/SQ: PURE: Unde iat Net Sketched Area: |3,092 Total: 385,575 
ve: LUC Factor: |1.00 1598 
% Heated: |400 % AC:|100 Adj Total: 528050 Juris. Factor: Before Depr: |210.31 Size Ad | Gross Are 3092 | FinArea 1911 
Solar HW: |NO Central Vac: |NO Depreciation: [98217 Special Features: |0 Val/Su Net: |139.00 IMAGE . . 
% Com Wal % Sprinkled: Depreciated Total: [429833 Final Total: }429800 ValiSu SzAd |268.96 aie Assess Pro patriot Properties, a 
MOBILE HOME Make: Model: Serial #: Year: Color: yi AB ong Wee 
SPEC FEATURES/YARD ITEMS PARCEL ID /135.0-0001-0008.0 goa 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
More: |N Total Yard Items: Total Special Featues: Total: 






















































































































































































